DATA SHEET 2.5.1D
PN JUNCTIONS LABORATORY

INTRODUCTION

The purpose of  the  data   sheet   is  for  you  to   record  the  effects  of
forward and  reverse  bias  on  a  PN  junction  and  the  effects  of
temperature changes  on  current  flow  through  the   junction.

1.    Forward-  and  reverse-biased  PN  junction:

a.    Complete  table   1,   entering  d~c  measurements   in  spaces
provided.

FORWARD BIAS
	REVERSE BIAS

-VBE     ZB
	+vBE     IB

-0.10 V
	+ 0.1 V

-0.14 V
	+ 0.5 V

-0.2  V
	+2.0 V


	

TABLE   1

b.    Complete  the  following graph,   using  the  information  obtained
from Table   1.
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